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2 March 1969 


MEMORANDUM FOR : AO/ DC 1 

SUBJECT ; Changes to the CIA Telephone Directory 


25X1A 

25X1 A 


1 . The Systems Analysis Group of NIPE Staff has the following 
changes to report for their Personnel, 


name should be deleted 
as he has transferred to OSP. 


b. 



name and number (x-4247) 


2. All other names and telephone extensions should remain the 
same. 


25X1 A 



Distribution: 

Original - Addressee 
1 - Admin File 


1 - Chrono 

DCl/NlPE/SAG/jh/4246 
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